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Holoplast, 261. 

Honorary fellows and honorary associates, 186, 
379. 

Honorary observer scheme of 
Research Station, 325, 359. 

Honours conferred on members, 234. 

Hope, H. Donald: see Correspondence, metal 
window design. 

Horsbrugh, P.: see Book reviews, Reilly, P. 

Horth, F. J.: see Obituaries, Kitchen. 

Hospital service plan, 271. 

Hot water supply to small houses, 217. 

House building costs, 522, 548. 

Housing estates, 317. 

Housing in rural areas [G. A. Jellicoe], 399. 

Housing layout in theory and practice, 93, 130. 
278, 326, 431. 

Housing and town development [J. H. 
shaw], Part I, 253, Part II, 288, 371. 

Housing !n South Africa, 260 

Howard Medal, 430. 


the Building 


For- 


Iluminating engineering society, 181. 

Inaugural address by the president, 51. 

Inaugural general meeting, 562. 

Inauguration of the 1948-9 session, 521. 

Influence of technical research on design, 94. 

Influence of technical research on design and 
methods of building [M. Hartland Thomas], 
188. 

Informal film evening at the R.I.B.A., 278. 

Insulation, 261. 

Internationa! furniture competition, 

International congress of architectural students, 
430. 

International Union of 
gress, 185, 234, 459 
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Jack, G. H.: The Bridge brothers, ancient and 
modern, 458. 

Jacobs, C. G.: see Correspondence, technical 
advances. 

Jarrett, E.: see Book reviews, Sanford. 

Jellicoe, G. A.: see Book reviews. Colvin: 
Housing in rural areas, 399; correspondence. 
five ministries less. 

Joinery for the new House of Commons, 216. 


Jordan, R. F.: see Book reviews, Artaria, 
Creighton 

Journal R.1.B.A. 
Corrections, 40 
Cover picture, 2, 50, 187, 234, 430. 


Index and binding, volume Liv, 139 
No new year nonsense, 50. 
Subscription, 39. 
Judson, H.: sec Correspondence, sma!l jobs. 


Kadleigh, S. G.: see Book reviews, Bunt. 

Kalendar (new edition), 233, 270. 

Karantinos, P.: Athletic centre at Carea, Crete. 
546. 

Kent, Wm., and his drawings [S. Rowland 
Pierce], 412. 

Lanchester, Dr. H. V.: see Obituaries, T. G 
Lucas. See Book reviews, Yazdani. 

Lammas, Coupler, 416. 

Lead industries development council lectures 
winter 1948-49, 476. 


Lectures: 


Christmas holiday, 1, 39, 137 

School building, 2. 

School planning and construction, Part I, 

7-14, 21-22, 28. Part II, 62-66, 66-69, 70-74. 
Ledeboer, J.: see Book reviews, Whittick, 

Neighbourhcod, planning in new areas, 442. 


Leverhulme research fellowships 1948, 181, 
379, 424. 
Lewis, E.: see Book reviews, Tyrwhitt. Lan- 


chester. 
Leigh Park estate [T. L. Marshall], 495. 


4 
| 


‘Library, R.1.B.A. 
Bulletin, 482. 
Closing for stocktaking, 278, 326 
Enthoven, R. E. (resignation), 186. 
Group, 137, 482. 
Hours, 430, 482. 
Librarian, 278. 


Lidbetter, H.: see Book reviews, Moore. 
Emily E. 

Life-force in architecture [Ralph Tubbs], 154 

Liverpool Architectural Society centenary 


prizes, 181. 
Liverpool city architect, 430. 


Livett, R. A. H.: The practice of the Leeds 
corporation, 393. 
Lobb, H. V.: see Correspondence, Bleachers. 


Logical coal bunker, 162 

London architecture bronze medal, 39, 54. 

London County Council qualifying examina- 
tion for office of district surveyor, 85. 

Lowe, B.: see Book reviews, Tilley. 

Loweth, S. H.: see Book reviews, Kenney, C. E. 


Nurses’ home at the county hospital, Isle of 
Sheppey, 506. 

Lutyens’ memorial, 50 

Macalister, lan: see Correspondence, retire- 
ment of Mr. F. G. Baker. 

MacManus, F.: see Book reviews, Lagie. 


Machal, E. J.: see Obituaries, Carfrae. 

Maintenance scholarships in architecture. 88. 
475. 

Mardall, C. S.: see Book reviews, Vreim, Segal 

Mars group, C.1.A.M. post-graduate summet 
school, 371. 

Mashall, T. L.: Leigh Park estate, 495 

Matthew, R. H.: Neighbourhood planning in 
built-up areas, 447. 

Maufe, Edward, R.A., 93. 

Mellor. Tom: Substitute 
influence on design, 108. 

Members and professional affixes, 179 

Members’ column, 48, 92, 135, 184, 232, 276, 
324, 376, 428, 478. 520, 564. 

Members serving with the Forces, 181, 270 

Members retiring from the council 379 

Membership lists, 42, 90, 132. 181. 230. 273. 
322. 374. 427. 478. 

Membership pamphlet. 318 

Merseyside 296, 326 

Metal lathing (stee!) for plastering. 163 

Meyrick, S. Noise. the acoustics group s\m- 
posium, 460. 

Mills, E. D.: British standard specifications and 
British standard codes of practice, 414 

Minister of Health (address at 
ference), 381 

Minister of Town and Country 
(address at housing conference), 431 

Ministerial and other bodies, 163. 

Ministry of Education: Short 
teachers, 8&8. 187 

Minutes: 


materials and then 


housing con- 


Planning 


courses tO! 


423. 

Modern requirements of residential develop- 
ment (S. L. Beaufoy), 389. 
Moira, R. E.: see Book reviews. 

crieff. 
Moore, L. T.: see Book reviews, Vallance. 
Morrison, Lord, new Parliamentary Secretary 
to M. of W., 521. 


Scott-Mon- 


Neighbourhood planning in areas 
[Robert H. Matthew], 447. 

Neighbourhood planning in new areas [Judith 
G. Ledeboer], 442. 

Neutra, Richard, at the R.I.B.A., 521. 

Newbold, Bryant, 2 

New building materials and preparations, 270, 


built-up 


New drawing material, 261. 

Neuman, F. W.: see Obituaries, 
Brown. 

New towns appointments, 482. 

New town at Bracknell, Berks, 

New Year’s Honours, 93. 


Burnett- 


430. 


Nickson, R. S.: see Book reviews, Oliver B 
Nobel Prize: see Appleton. 
Noise: The acoustics group symposium 


[Stanley Meyrick], 460. 
Notes from the Minutes of the Council, 40, 89, 
£32,376; 239, 272, 322, 373,426,477. 
Nurses” home at the county hospital, 
Sheppey [P. J. 
506 


B. Harland and S. H. Loweth], 


Obituaries: 
Banyard, G. P., 374 
Benslyn, W. T. [J. B. Surman], 
Beveridge, D. A., 519. 
Blanchard. J.. 321. 
Bond, J. O., 321 


Brownlee, H. J., 228. 

Budgen, H., 272. 

Burnett-Brown, A. [F. Winton Newman]. 
374 


Cairns, J. D. [J. F.. Ford], 229. 

Caluwaers, J.-J.. 563. 

Carfrae, J. A. [E. J. MacRae], | 

Clarke, J. D. [Austern Hall] 
Warwick] [S. C. Ramsey]. &6. 

Day, 5S. R 176 

de Souza, W. E., 563 

Dennis, EF. D., 563. 

Dewhurst, John 
son}, 175 

Dicksee. [J Scott]. 17 

. Holford], 38. 
ast, H. 

kins, L. S19, 

Elliott. A. C.. 86. 


[Septimus 


Richird- 


[Professor A. 


Eveleigh, S. M. [W. F. Gardiner], 373 
Farmer. H. Q.. 563 

Farrar, F. 

Figgis. T. [Ww . Pite}, 374 

Golding. Alfred, 176 

Hicks. H. L. [G. E. Charlewood], 129. 
Humphreys. G. A.. 478 

Inman, W. C., 477. 

lohas. T... 129 

Joseph, C. S.. 477 

iKemeys-Jenkin. E.. 272 

Kitchen. L. [F. J. Horth]. 271 

Lamb, Percy A.. 175 

i_ucas 1 G. [Dr. H. V. Lanchester}, 39 


MacRitchie, 519 

Marriott. G. H. G., S19 

Miller, J. (Wellwood. 
Walker], 128 

Moodie. T. A., 321 

Mort, Arthur E. T., 272 

Nicholson, Christopher D. G 
Casson], 519. 


Manson and J. C 


{Hugh 


Oliver [A 
Pearson, | 1H. Passmore |, 39 
Perks, W. 132 
Potter. F. J., 373 


Rees, J. &., 478. 

Reid, R. S., 86 

Reilly, Sir Charles Herbert 
Richardson. A. H., 271 
Schumacher, Professor F., 321 
Scrivener, 
Skipper, G. J... S19. 
Somerford, 


178, 212, 228 


Isle of 


Stewart, R. I. [Reg. de Smidt], 271. 
Streatfeild, G. [Owen Fleming], 228. 
Taylor, Isaac, 563. 

Tee, H. W., 563. 

Thomas. Sir A. Brumwell [J. G. Gamble], 
Thomerson, H. A., 519. 

Walker, Fdward H., 176. 

White, F. 477. 

Williams, J W., 230. 

Williams, q A. 229. 


Wood, C. W. [W. G. Young and S. S. D. 
Harman], 321 
Young, C., 373. 

Oddie, Guy B.: Correspondence, A.S.B. 
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Operative Builder (magazine), 482. 

Origin, History and Development of Liverpool 
Architectural Society (Incorporated) Over 
the Past 100 vears [F. J. M. Ormerod], 357. 

Ormerod, F. J. M.: Origin, History and 
Development of Liverpool Architectural 
Society Over the Past Hundred Years, 357. 


Oud, J. J. P.: see Correspondence, U.N. 
Building. 
Page. G. G.: see Book reviews. Maufe: Mellor. 


Penn, Colin T.: Sources of information for 
architects, 29. 
Perret, Auguste, Roval Gold Medallist, 204. 


Pevsner, Dr. Nikolaus: The 
architecture, 55. 

Pictures in the R.I.B.A. canteen, $22. 

Picturesque architecture [Dr. 
Pevsner], 55. 

Pierce, S. Rowland: see Book reviews. Klin- 
gender, Wm. Kent and his drawings, 412 

Pipe connector, 317 

Piranest [Grahame B. 
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Nikolaus 


Tubbs]. 310. 


Pite. W. A.. see Obituaries. Figgis. 

Place of the architect in the building of a new 
town and redevelopment [Gordon 
Stephenson]. 329. 

Plan (magazine), 482 

Planning abroad, 2 

Piimber, 416 

Pocock, Ruth: sev Book reviews, Arkell. 


Polytechnic Schoo! of Architecture: Surveying 
ind building, St8 

Practice notes, 36, 84, 114, 170, 213, 262, 315. 
417, S13, S58. 

Practice of the Leeds Corporation IR. A. H. 
Livett], 393. 

President 1948-49, 277. 

Prestressed reiforced concrete, 416. 

Prizes and studentships (1948), 153. 

Prizes and studentships pamphlet, 325. 

Proposed Nationa! Amenities Council, 326. 

Prospects of architectural employment in 
Canada. !04. 

Pyrok, 360 


Questions and answers in practice [(C. Wood- 
ward and S. Redfern}, 279, 403. 


Ramsay. S. ¢ ¢ Obituaries, Clarke. 

Random definitions (Review of construction 
and materials), 35. 

Rathbone. R. A.: see Correspondence. 
research. 

Reception of new members at general meetings 
130, 270, 318, 562. 

Recent planning developments in the colonies 
[Sir Frank Stockdale, R. Gardner Medwin 
and S. M. de Syllas], 140. 

Reception, 185, 229, 270. 

Reece, P. O., 512. 

Reilly, Charles, 137, and see Obituaries. 
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Review of construction 
under separate items. 
Review of films, 186, 225, 272, 320. 427, 

563. 
‘vision of 
charges, 1. 
eynolds, E. F.: see Correspondence, Coventry 
Cathedral. 

..1.B.A. Council thanks J. M. Howells, 59. 

d<ichardson, A. E., Professor: see Book reviews 
Burke, T. 

Risdon, F.: see Correspondence, Prizes and 
studentships criticism. 

Robertson, Howard: see Correspondence. UN. 
building; The American scene. 236. 

Robertson Manning, 536. 

Roe, M. F. H.: see Book reviews, Lees-Milne. 

Royal Academy School of Architecture, 372. 

Royal Artillery Commemoration Book, 372. 

Royal College of Art [Professor Basil R. Ward], 
508. 

Royal Fine Art Commission for Scotland, 185. 

Royal Fine Art Commission Secretary. 233. 

Royal Gold Medal for Architecture, 139, 185, 
204, 280. 

Royal Institute of Architects of Ireland 1948 
Examinations, 476. 

Royal Sanitary Institute, 132. 

Rural Industries Bureau, 138. 


R.1I.B.A. 


scale of 


professional 


Samuel, Hon. Gedfrey: see Royal Fine Art 
Commission. 

Scale of professional charges, 49. 

School of Planning and Research for Regional 
Development: Diploma Course in Town and 
Country Planning, 476. 


Scholarships: 

Architectural Association: see under separate 
title. 

Baker, Herbert, 132. 

Downay, A., 518. 

Maintenance, 318. 

Rome, 1948, 474. 

School building in 1949, 481. 

School of Planning and Research for Regional 
Development: Three months’ completion 
courses, I81. 

School planning and construction: see Lectures. 

Schools and students [Reilly] 1, column 225. 

Schools conference report, 50, 115, 187. 

Scott, J. Douglas: see Obituaries, Dicksee. 

Sessional programme 1948-49, 429. 

Shakespeare on a school stage [H. Bagenal], 
503. 


Shepheard, P.: see Book reviews, Fooks, Dr 
Ernest; Tyrwhitt and Colvin. 

Sheppard, E.: see Correspondence, Bleachers. 

Shillington, P.: see Correspondence, Building 
at the Cape of Good Hope. 

Simon Committee’s Report on the Distribution 
of Building Materials, 360. 

Sir Herbert Baker Scholarships Foundation, 
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Sixth Pan-American Congress of Architects 
228. 

Slating and tiling, 454. 

Smith, A. Llewellyn: Community centres, 338. 

Snith, Peter T.: Diamond engraving on glass, 
463. 

Solid fuels appliances, 261. 

Some examples of industrial design by archi- 
tects, 101. 
Sources of information for architects [Colin T. 
Penn], 29. 
Stationmaster: 
vation. 

Stephenson, Gordon: The place of the architect 
in the building of a new town and in re- 
development, 329. 

Steur, A. J. van der: Address to the R.EBA. 
Council, 34 

Stewart, Cecil: see Book reviews, Lancaster. 

Stockdale, Sir Frank: Recent planning deve!op- 
ments in the colonies, 140. 

Studentship: Bernard Webb, 270. 

Stukins, William, 132. 

Subscriptions of members resident Overseas, 39. 

Substitute materials and their influence on 
design [G. Grenfe!l Baines] [Tom Mellor], 
108. 

Summary report of the Ministry of Works, 261. 

Summerson, J.: see Book reviews, Pevsner. 

Supatap, 317. 

Surman, J. B: see Obituaries, Benslyn. 


see Correspondence, Implu- 


Tavler, H.: see Book reviews, Lord Hatlech’s 
Commission. Hennell, T., Edwards. 

Taylor and Green: see Correspondence, Rural 
housing. 

Teaching of construction, 464. 

Thomas, M. Hartland: The influence of 
technical research on design and methods of 
building, 188; see Correspondence, Colour 
research. 

Thomas, W. N.: see 
and Ventilation 
mittee. 

Three dimensional aspects of housing layout 
[F. Gibberd], 433 


Heating 
Com- 


Book reviews, 
(Reconstruction) 


List of Illustrations 


When a series of figures illustrates one article they are not normall, 


American scene, 237-42. 

Annual reception, 279. 

Application of principles in layout, 384-8. 

Architectural Association Centenary, 2-6, 
105-07, 120-21. 

Architectural Sector (18th century), 482. 

Athletics centre at Canea, Crete, 546-47. 


Baker: 502; 

Bridge Brothers, Ancient and modern, 455-57. 

British Architects’ Conference, Liverpool: 
Order of Cathedral Service, 328; Banquet, 
347: Archbishop of York, 348; Cathedral 
Service, 353. 

Building at the Cape of Good Hope, 248-52. 

Building Exhibition, Olympia, 75-77. 


Chitty, A., 234. 
Christmas card, house flag, cartoon, 5( 
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Choice of structural type and its cladding, 
164-67. 

Collapsible hopper wings, 162. 

Community centres, 338-43. 

Convective fireplace, 217. 

Copper siil weathering for metal windows, 260. 

Daylighting of factories [J. B. Bickerdike], 
490-94. 

Diamond engraving on glass. 463. 

Double windows, 162. 

Dublin Airport Termina!, Collinstown, 500-01. 

Effect of services on planning and design, 206, 

Ega gas conversion unit, 217. 

Example of ritual planning, 557. 

Exhibition train, 556. 


Fourth Building Congress, 78, 80. 


Timber Brains Trust, 234. 

Timber Development Association, 35. 

Timber preservation, 454. 

Tite Prize and Victory Scholarship Competi- 
tions 1948, 270, 415. 

Town and Country Planning Association, 552. 

Town planning appointments, 139. 

Toy, S.: see Book reviews, Atkinson, T. D. 

Tubbs, G. B.: see Book reviews, Briggs. 
Piranesi, 310. 

Tubbs, Ralph (Life Force in Architecture}, 154; 


see. Correspondence, Prizes and Student- 
ships. 
Two recent American schools, 195. 


Undertaking of private work by whole-time 
salaried and official architects, 178. 

Unique sash balance, 

University of Princeton bronze medal, 379. 

Use of titles by members, 39, 130. 


F. A., Works of, 50. 


Waldram, P. J.: see Correspondence, Natural 
lighting of schools: Redevelopment of cen- 
tral areas; Central urban office accom- 
modation, Control of urban redevelopment: 
An Examination of current proposals, 462. 

Ward, Professor B. R.: The Royal College of 
Art, 508. 

War Memorial, R.I.B.A., 278, 318, 379. 

Warwick, Septimus: sce Obituaries, Clarke. 

Wedding present to H.R.H. Princess Elizabeth, 
94, 

Wellwood, Manson 
Obituaries, Miller. 

Welsh School of Architecture, B.Arch. Degree, 
474. 

Whittaker, J. A.: see Correspondence. Fxhi- 
bitions and the Provinces. 

Williams, E.: see Book 
McLean, Hambourg. 

Wood, R. H.: Vibrations in structures, 553, 
see Book reviews, Cougill. 

Woodward, Charles: see Practice notes, see 
Book reviews, Kekwick:; Mitchell, G. E., 
Questions and answers in practice, 403, see 
Correspondence, Not guilty. 

Work of the R.I.B.A., Part I, 483. Part I, 526. 

Working Party, 380. 

Wornum, G. Grey, 139, 430. 

Wright, H. Myles: see Book reviews, 
Midland Group (Conurbation). 


Voysey, C. 


and J. C. Walker: see 


reviews, Sarzans, 


West 


Young. W. G.: see Obituaries, Wood. 
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Garnier’s administrative block of the Billan- 
court-Clichy Town Hall, 321. 

Golden section or golden cut, 536-45. 

Harlow New Town Exhibition at 
534-35. 

Holoplast, 261. 

House of one room, 122-24. 

Housing Conference, see under separate titles 
and 432. 

Housing in rural areas, 399-402, 

Housing and town development, Part I, 253-59; 
Part II, 288-95. 


R.1.B.A., 


Industrial design by architects, some examples 
of, 101-03. 

Influence of technical research on design and 
methods of building, 188. 

International Union of Architects, 430, 459. 
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Joke (Architectural Record, Alan Dunn), 461. 

Joinery for the new House of Commons, 216. 

Kent. William, and his drawings, 412-14. 

Leigh Park Estate, 495-99, 

Logical coal bunker, 163. 

Merseyside, 296-97. 

Models in the Olympic Games 
Competitions, 408-11. 

Modern requirements of residential develop- 
ment, 389-92. 
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Nash’s terraces under scaffoiding, 94. 

Neighbourhood planning built-up areas, 
447-453. 

Neighbourhood planning in new areas, 442-46. 

New Schools Exhibition, 282-84, 354-56. 
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Noise. The acoustics group symposium, 460 


Nurses’ Home at the County Hospital, Isle of 


Sheppey, 506-07. 

Olympic, see Models. 

Ordnance map, 316. 

Palmes, J. C., 326. 
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Piranesi, 310-13. 

Place of the architect in the building of a new 
town and in redevelopment, 329-34. 

Pians from the Housing Exhibition, 396-97. 

Prizes and studentships, 152-61. 

Recent planning developments in the colonies, 
140-47. 

Reilly, Professor Sir Charles H., 212. 

Royal Gold Medal for 1948, 280-81. 

Soane Medallion, 200. 


School planning and construction, Part I, 7-14, 
21-22, 28; Part Il, 62-66, 66-69, 70-74, 115-19. 

Schools and students, 225. 

Shakespeare on a school stage, 503-05. 

Substitute materials and their influence on 
design, 108-12. 

Supatap, 317. 

Teaching of construction, 464. 

Three dimensional aspects of housing lavout, 
433-42. 

Two recent American schools, 195-99, 

Unique sash balance. S11. 

U.S.S.R. architecture, 149-52, 218-21. 

Vibrations in structures, 555. 

War memorial, R.I.B.A., 378-9. 

Wedding Present from R.I.B.A. to Princess 
Elizabeth, 2. 
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